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XI. Besults of Observations of Atmospheric Electricity at Kew Observatory, and at 
King's College^ Windsor^ Nova Scotia. By Joseph D. Everett, B.C L.^ F.B.S.E. 
Communicated by Sir William Thomson, F.JR.S. 

Eeceived October 14, — Eead December 5, 1867. 

My papers of June 18th, 1863 and January 12, 1865, contained a record of observations 
at Windsor, Nova Scotia, from October 1862 to the end of February 1864. From this 
latter date they were continued until August 8th of the same year, and I have now to 
report this concluding series, giving at the same time a summary of results derived from 
the whole of my observations. 

I have also to report, at the request of Sir William Thomsois^, the results of two 
years' observations of atmospheric electricity taken at Kew Observatory with his self-re- 
cording apparatus, and reduced under his direction and under my own more immediate 
supervision at the Natural Philosophy Laboratory of the University of Glasgow. 

The concluding series of observations at Windsor were taken regularly at the three 
principal hours previously adopted, that is to say, about 9 a.m., 2 p.m., and 10 p.m., but 
very few were taken at other hours. The station electrometer alone was used, and the 
electricity was collected by burning-match. The glass fibre mounted in the electro- 
meter July 31, 1863, remained unchanged to the end of the observations, thus giving a 
full year's observations with the same fibre. 

All the generalizations noticed in my former papers apply also to the concluding 
series, with the single exception that negative electricity was once observed under a clear 
sky. This phenomenon was observed at 10 p.m., July ISth, and as its exceptional cha- 
racter struck me at the time, it was carefully verified. The negative potential was equal 
in absolute amount to about half the average positive potential. The temperature was 
59°'l, wet bulb 2^-7 below dry, barometer 30'10, no wind, sky perfectly clear, except a 
little cirrocumulus near the horizon. There was a faint trace of aurora overhead. The 
weather had been fine for several days, and continued so for several days after. 

The following Table, showing the mean hourly electrical potential in fine weather 
for each month in the concluding series, has been computed in the same manner as the 
corresponding Tables in my previous papers. The numbers in this Table are in units 
of " Station Electrometer with third fibre." 
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April. 


May. 


June. 
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Mean of 

monthly 
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of 
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of 
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• • • 

5 

18 
3 

• • • 

21 
5 

• • » 

2 

14 
10 
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of 
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9 
14 

2 

• • • 

18 
5 
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• • • 

11 

16 

1 
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of 

obsv 

1 

2 

14 

2 

] 

11 
10 

1 

1 

8 

12 
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No. 

of 

obs. 
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5 to 7 A.M. 

7 to 8 

8 to 9 

9 to 10 

10 to 11 

11 to U 

12 to 1 P.M. 
1 to 2 

^ to 3 

3 to 4 

4 to 5 

5 to 6 

6 to 7 

7 to 8 

8 to 9 

9 to 10 

10 to 11 

11 to 12 


• » • 

1 
• • • 

16 

4 
1 

• • • 

12 

7 
1 


23-9 
32-1 

28-8 

28-5 
20-0 
32-2 
• • • • • • 

19-2 
23-5 

18-9 


1*8-9 
26-3 

25-9 

24-9 

28-5 

45-8' 

20-3 
25-3 
21-7 


23-4 
20-3 
23-0 

22»3 
33-0 
19-2 

10-9 

17-5 

1-4 


17*2 
49-4 
26'4 
31-6 
33-6 

23-3 

21-8 

21-7 
13-0 

14-4 
10-0 

84-7 


4 »• 

2 
3 

• • • 

• • • 

1 
3 

• • • 

... 

4 

• • • 


21-5 

28-7 

13-4 
27-3 

15-3 


1 

24 

61 

8 

1 

67 

27 

5 
3 

45 

49 
5 


17-2 

24-6 
26-2 
27-0 
33-6 

24-6 
25-5 

22-3 
34-8 

16-7 
17-9 
29-7 


17-2 
27-4 
26-8 
27-3 
33-6 

22-5 
26-1 
24-4 
29-4 

16-2 
18-3 
31-7 



In the following Table, which includes the whole of my fine-weather observations from 
the beginning, all observations, whether actually taken with first, second, or third fibre, 
are reduced to units of second fibre, that being the unit adopted in my previous papers. 
Although the numbers for the first seventeen months have already been published in 
the Proceedings, it seems desirable to reproduce them, in order to show the connexion 
of the whole series. 
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tions before 
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October ... 


3-42 


3-68 


2-69 


3*26 


October ... 


5-24 


4-16 


2-74 


4-05 


November 


3-53 


2-89 


2-58 


3-00 


November 


4-24 


4-13 


2-82 


3-72 


December 


4-09 


5-01 


2-77 


3-96 


December 


4-51 


5-14 


3-39 


4- 35 


1863. 










1864. 










January ... 


4*11 


4-88 


3-42 


4-14 


January ... 


3-86 


5-74 


3'63 


4-41 


February 


6-10 


5-77 


4-96 


5-6t 


February* 


4-78 


4-97 


3-16 


4-30 


March...... 


6-28 


5-10 


5-02 


5-47 


March ... 


5-88 


6-72 


4-05 


5'55 


April 


4-41 


4-37 


3-26 


4-01 


April 


4*60 


4-24 


3-24 


4-02 


May ...... 


2-98 


3-54 


2-85 


3-12 


May ...... 


3-88 


4-22 


3-49 


3-86 


June ...... 


2-91 


3-02 


2-52 


2-82 


June 


3-39 


3-75 


2-24 


3-13 


July 


3-17 


3-20 


2-50 


2-96 


July 


4'55 


3-46 


2-39 ■ 


3-47 


August ... 


3*58 


4-01 


3-20 


3-73 


August ... 


4-04 


3-72 


2-39 


3-38 


September 


3-98 


4-41 


3-18 


3-86 













A portion of the apparatus employed in the observations of atmospheric electricity 
at Kew Observatory was erected in January 1861, but the observations which have been 

* Observations on two days in February 1864 were out of range and have not been included; hence the 
values here given are too low. 



Da EfHSlff (M MMOSEEEKKl ElUOf EIOITT. 343 

redbtiaed cammance witli Jiin^e 1B62^ Emd exteM to the end of May ISS^, thiis embracing 
exactly two yeaiB. 

The following description of the apparatus is, for the most part, copied verbatim from 
a lecture delivered by the inventor, Sir William Thomsoj^, at the Royal Institution, 
May 18th, 1860, as reported in the Proceedings of the Institution*. 

I. The water-dropping Collector consists of an insulated copper vessel containing 
water, which is allowed to flow out in a fine stream through a brass pipe projecting 
through a hole in a window-feame on the west side of the Observatory into the open air, 
which frame is, for still greater security, composed of ebonite. The nozzle of the pipe 
is 11|^ feet above the ground, and 3 feet from the wall of the Observatory. The effect 
of the flow of water is to reduce the copper vessel and its contents to the same electrical 
potential as that point in the air at which the water-stream breaks into drops. 

II. The divided-ring electrometer, of which some of the internal parts are shown in 
fig. 4, Plate XIX. consists of 

(1) A ring of metal (A B) divided into two equal parts (CAD, C B D), of which one 
is insulated, and the other connected with the metal case of the instrument and so with 
earth. 

(2) A very light needle (E) of sheet aluminium, hung by a fine glass fibre (H) and 
counterpoised at G so as to make it project only to one side of the axis of suspension. 

(3) A ieyden phial, consisting of an open glass jar, coated outside and inside in the 
usual manner, with the exception that the tinfoil of the inner coating does not extend to 
the bottom of the jar, which is occupied instead by a small quantity of sulphuric acid. 

(4) A stiff straight wire (FF) rigidly attached to the aluminium needle, as nearly as 
may be in the line of the suspending fibre, bearing a light platinum wire (K) linked to 
its lower end and hanging down so as to dip into the sulphuric acid. 

(5) A case protecting the needle from currents of air, and from irregular electric 
actions, and maintaining an artificially dried atmosphere round the ^ass pillar or pillars 
supporting the insulated half-ring, and the uncoated portion of the glass of the phial. 

(6) A light stiff metallic electrode projecting from the insulated half-ring through the 
middle of a small aperture in the metal case, to the outside. 

(7) A wide metal tube of somewhat less diameter than the Leyden jar, attached to a 
metal ring borne by its inside coating, and standing up vertically to a few inches above 
the level of the mouth of the jar. 

(S) A stiff wire projecting horizontally from this metal tube above the edge af the 
Ijeyden jax, and out through a wide hole in the case of the instrument to a convenient 
■position ifor applying electricity to charge the jar with. 

* TMs lecture, as reported in the Proeeedmgs of the Eoyal InatitiitiGn, wm sent in the following jem, with 
the photographic curves for four successive days, and an accompanying description, to the Philosophieal Maga- 
zine, but was not inserted ; and down to the present time no full description of the apparatus has been pub- 
Ished, the most successful attempt that we have seen being the description of the Electrometers at Sew in the 
* Engineer' for August 9th of the present year. 

3c2 
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(9) A very light glass mirror, about three-quarters of an inch in diameter, attached 
by its back to the wire (4), and therefore rigidly connected with the aluminium needle. 

(10) A circular aperture in the case, shut by a convex lens, and a long horizontal slit, 
shut by plate glass, with its centre immediately above or below that of the lens, one of 
them above, and the other equally below the level of the centre of the mirror. 

(11) A large aperture in the wide metal tube (7), on a level with the mirror (9), to 
allow light from a lamp outside the case, entering through the lens, to fall upon the 
mirror, and be reflected out through the plate-glass window; and three or four fine 
metal wires stretched across this aperture to screen the mirror from irregular electric 
influences, without sensibly diminishing the amount of light falling on and reflected 
off it. 

The divided ring (1) is cut out of thick strong sheet metal (generally brass). Its outer 
diameter is about 4 inches, its inner diameter 2J; and it is divided into two equal parts 
by cutting it along a diameter with a saw. The two halves are fixed horizontally ; one 
of them on a firm metal support, and the other on glass, so as to retain as nearly as 
may be their original relative position, with just the saw cut, from y=o to -^ of an inch 
broad, vacant between them. They are placed with their common centre as nearly as 
may be in the axis of the case (5), which is cylindrical, and placed vertically. The 
Leyden jar (3) and the tube (7), carried by its inside coating, have their common axis 
fixed to coincide as nearly as may be with that of the case and divided ring. The glass 
fibre hangs down from above in the direction of this axis, and supports the needle about 
an inch above the level of the divided ring. The stiff wire (4) attached to the needle 
hangs down as nearly as may be along the axis of the tube (7). 

Before using the instrument, the Leyden phial (3) is charged by means of its pro- 
jecting electrode (8). When an electrical machine is not available, this is very easily 
done by the aid of a stick of vulcanite, rubbed by a piece of chamois leather. The po- 
tential of the charge thus communicated to the phial, is to be kept as nearly constant 
as is required for the accuracy of the investigation for which the instrument is used. 
Two or three rubs of the stick of vulcanite once a day, or twice a day, are sufiicient 
when the phial is of good glass, well kept dry. The most convenient test for the charge 
of the phial is a proper electrometer or electroscope, of any convenient kind, kept con- 
stantly in communication with the charging electrode (8). The gauge-electrometer 
described below was used for that purpose at Kew. Failing any such electrometer or 
electroscope, a zinc=copper-water battery of ten, twenty, or more small cells, may be very 
conveniently used to test directly the sensibility of the reflecting electrometer, which is 
to be brought to its proper degree by charging its Leyden phial as much as is required. 
In the use of the divided-ring electrometer, the two bodies of which the difference of 
potentials is to be tested, are connected one of them with the metal case of the instru- 
ment, and the other with the insulated half-ring. In the Kew observations of atmo- 
spheric electricity these two bodies were the earth and the water-dropping collector. 
The needle being, let us suppose, negatively electrified, will move towards or from the 
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insulated half-ring, according as the potential of the conductor connected with this half- 
ring dijfFers positively or negatively from that of the other conductor (earth) connected 
with the case. The mirror turns accordingly in one direction or the other through a 
small angle from its zero position, and produces a corresponding motion in the image of 
the lamp on the screen on which it is thrown. 

In the Kew apparatus, this image was thrown upon photographic paper, which was 
drawn upwards with a uniform motion by clockwork, and a continuous trace of the 
variations of electrical potential was thus produced. A zero line was at the same time 
drawn by the image of the same flame reflected from a fixed mirror. 

The curves of atmospheric electricity thus obtained are about 18 inches long; and 
each sheet contains two. Each curve embraces a period of about twenty-four hours, the 
paper having been regularly shifted or changed at about half-past 10 a.m. 

Generally speaking, the curves are distinctly traceable through the whole twenty-four 
hours. The interruptions which do occur are owing, in some cases, to the spot of light 
having moved too fast to leave a trace, in others to its having passed off" the paper. As 
regards this latter source of failure, it maybe remarked that it is not detrimental to the 
investigation of the law of diurnal variation. It merely does for^us what General SABmE 
found it necessary to do in combining magnetic observations, that is to say, it rejects 
observations at times of unusual disturbance. 

Specimens of the curves, of the actual size, are given in Plate XIX. 

The ordinates (positive or negative) of the curves are to a close degree of approxi- 
mation proportional to the potential (positive or negative) of the air at the place of 
observation, provided that the charge of the Leyden phial (3) be preserved constant; 
and if this charge be allowed to vary, the ordinates will vary in simple proportion. 

The charge was tested daily by the gauge-electrometer, which we shall now describe, 
and which is identical with the station electrometer used in my own Windsor observa- 
tions. Its external appearance is shown in fig. 1, Plate XVIII., and some internal parts 
in figs. 2, 3, Plate XVIII. The same letters denote the same parts in all three figures. 
It consists of 

(1) A thin flint-glass bell (fig. 1, Plate XVIII.) coated outside and inside like a Leyden 
phial, with the exception of the bottom inside, which contains a little sulphuric acid (H). 
The dotted line A A indicates the boundary of the tinfoil. 

(2) A cylindrical metal case (shaded in fig. 1, Plate XVIIL), inclosing the glass jar, 
cemented to it round its mouth outside, extending upwards about 1^ inch above the 
mouth, and downwards to a metal base supporting the whole instrument, and protecting 
the glass against the danger of breakage. 

(3) A cover of plate glass (C) with a metal rim, closing the top of the cylindrical case 
of the instrument. 

(4) A torsion-head (B, fig. 1, Plate XVIII) after the manner of Coulomb's balance, 
supported in the centre of the glass cover, and bearing a glass fibre (E, figs. 1, 2, Plate 
XVIII.) which hangs down through an aperture in its centre. 



(5) A light altimmitini needle (L L, figs. 1, 2, Plate XVIII.) attached across the lower 
end of the fibre (which is somewhat above the centre of the glass bell), and a stiff plati- 
num wire (F, figs. 1, 2, Plate Xyill.) attached to it at right angles and hanging down to 
near the bottom of the jar. 

(6) A very light platinum wire (G, fig. 1, Plate XVIII. ), long enough to hang within 
one-eighth of an inch or so of the bottom of the jar and to dip into the sulphuric acid (H). 

(7) A metal ring attached to the inner coating of the jar, bearing two plates (MjM, 
figs. 1, 2, 3, Plate XYIII.) in proper positions for reflecting the two ends of the alumi- 
nium needle when similarly electrified, and proper stops (as O, fig. 3, Plate XVIII.) to 
limit the angular motion of the needle to within about 45^^ from these plates. 

(8) A cage (P P, figs. 1, 2, Plate XVIII.) of fine brass wire stretched on brass frame- 
work, supported from the main case above by two glass pillars (QQ) and partially 
inclosing the two ends of the needle and the repelling plates, from all of which it is 
separated by clear spaces of nowhere less than one-fourth of an inch of air. 

(9) A charging electrode (J, fig. 1, Plate XVIII.) attached to the ring (7) and pro- 
jecting over the mouth of the jar to the outside of the metal case (2), through a wide 
aperture, which is commWly kept closed by a metal cap (K), leaving at least one-quarter 
of an inch of air round the projecting end of the electrode. 

(10) An electrode (ST, figs. 1, 2, Plate XVIII.) attached to the cage (PP) and pro- 
jecting over the mouth of the jar to the outside of the metal case (2) through the centre 
of an aperture. In order to dry any air which may enter through this aperture, a 
hollow cylinder of pumice soaked in sulphuric acid is inserted in the leaden receptacle 
(U, fig. 1, Plate XVIIL), through the centre of which the wire(T) passes, and the leaden 
cover (V V) is pierced with a hole large enough for the wire to pass through without 
contact. This cover has a depression (W) to receive the droppings of acidulated water 
from the pumice. 

This instrument is adapted to measure differences of potential between two conducting 
systems, namely, as one, the aluminium needle (5), the repelling plates (7), and the inner 
coating of the jar, and, as the other, the insulated cage (8). This latter is commonly 
connected, by means of its projecting electrode (10), with the conductor to be tested. 
The two conducting systems, if connected through their projecting electrodes by a me- 
tallic wire, may be electrified to any degree, without causing the slightest sensible mo- 
tion in the needle. If, on the other hand, the two electrodes of these two systems are 
connected with two conductors, electrified to different potentials, the needle moves 
away from the repelling plates ; and if, by turning the torsion-head, it is brought back 
to one accurately marked position, the number of degrees of torsion required is propor- 
tional to the square of the difference of potentials thus tested. 

In the ordinary use of the instrument, the inner coating of the Leyden jar is charged 
negatively, by an external application of electricity through its projecting electrode (9), 
The degree of the change thus communicated is determined by putting the cage in con- 
nexion with the earth through its electrode (10), and bringing the needle by torsion to 
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its marked: position. The square root of the Bumber of degrees of torsion required to 
eiect this measures the potential of the Leyden charge. This result ia called the 
reduced earth-reading. When the atmosphere inside the jar is kept sufficiently dry, this 
charge is retained from day to day with little loss, not more, often, than 1 per cent, in 
twenty-fbur hours. 

In using the instrument the charging electrode (9) of the jar is left umtouehed, with 
the aperture through which it projects elosedi over it by the metal cap referred to above. 
The electrode (10) of the cage, when an observation is to be made, is connected with 
the conductor to be tested, and the neefie is- brought by torsion to its marked position. 
The square root of the number of degrees of torsion now required measures the differ- 
ence of potentials between the conductor tested and the interior coating of the Leyden. 
jar. The excess, positive or negative, of this result above the reduced air-reading, 
measures the excess of the potential, positive or negative, of the conductor tested above 
that of the earth ; or simply the potential of the conductor tested, if we regard that of 
the earth as zero. 

The mode of employing this instrilment at Kew was to keep its Leyden phial (1) 
always connected with the Leyden phial of the self-reGording electrometer by means of 
a wire protected by an air-tight tube, and to keep the cage-electrode (10) always con- 
nected with the earth. 

Readings of the gauge-electrometer were taken daily at about 10^ 30™ A.M. and entered 
in a book. Whenever the charge of the Leyden jars as thus tested was found to have 
fallen too low, a fresh charge was given. The earth-readings of the gauge-electrometer 
were thus always kept between 245° as a lower, and 255° as an upper limit, or, to 
speak more strictly, in the few instances in which these limits were exceeded, the obser- 
vations were rejected in the reductions. These readings, however, require to be cor- 
rected by subtracting the index-error, which was carefully ascertained from time to time^ 
and never varied much from 230°. The corrected readings were therefore contained 
between the limits 15° and 25"^; and as the square roots of these numbers are as 1 : 1*3, 
the weakest and strongest charges must have differed by about 30 per cent. This dif- 
ference, however, only affects the comparison of one day with another. The loss of 
charge in twenty-four hours was from 1 to 3 per cent., and it is- this loss only which 
affects the diurnal curve. As the fresh charge was always given at about 10^^ 30™ a.m., 
the disturbing effect is to be looked for in a sudden rise of the curve about this time, a 
consideration to which we shall hereafter recur. 

Since the erection of the Kew instruments the divided-ring electrometer has under- 
gone considerable modification at the hands of its inventor. The flat ring (fig. 4) divided 
into two segments is changed for a hollow box (figs. 5, 6) divided into four segments, of 
which one opposite pair are connected with earth, and the other pair with the conductor 
to be tested. This box encloses the needle, which is represented by the dotted outline 
in fig. 5, and projects symmetrically on both sides of the suspending fibre, thus obviating 
the necessity for a counterpoise. 
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The use of a gauge-electrometer has been superseded by the introduction of a micro- 
meter-screw attached to one of the four segments, and regulating its distance from the 
others. By diminishing or increasing this distance the sensibility of the instrument can 
be increased or diminished at pleasure ; and by attending to this adjustment as often as 
may be necessary (say, once a day), the sensibility can be kept practically constant in 
spite of variations in the charge of the Leyden jar*. 

The retention of charge by the jar has been greatly improved by closing up the space 
round the open electrode (as T, fig. 1) with vulcanite. 

The portable electrometer employed in some of my Windsor observations has been 
superseded by a smaller and at the same time more sensitive instrument, in which the 
distance between two parallel plates, one of which is connected with a charged Leyden 
jar and the other with the conductor to be tested, is varied at pleasure by a micrometer- 
screw so as to obtain a constant force of attraction between them. Equal differences of 
potential, whether in the conductor tested or in the charge of the jar, correspond to 
equal movements of the micrometer-screw, and the potential of the conductor can thus, 
by comparison with an earth-reading, be found by mere addition and subtraction. 

The curves which have been measured and reduced comprise the two years commencing 
with June 1862 and ending with May 1864. The method of procedure was as follows :— 

1. Ordinates were erected at every hour and half hour, careful attention being paid to 
the times of commencing and ending, which were in every case indicated by entries made 
on the photographic sheets by the Kew observers. In placing the ordinates, it was 
assumed that each sheet had moved with uniform velocity through its whole length, 
but it was not assumed that different sheets had moved with the same velocity ; in fact 
the difference in the lengths of the curves, taken in connexion with the times of begin- 
ning and ending, showed that the velocities of difierent sheets must have differed by (in 
extreme instances) about 5 per cent. As it was impossible therefore to use one time- 
scale for all the curves, about twenty different time-scales were prepared differing by 
small gradations one from another, and for the measurement of each curve that scale 
was employed which suited it best. 

2. The ordinates erected at the half-hours {e.g. half-past one, half-past two, &c.) were 
joined by straight lines drawn by hand in such a manner as to give and take equal areas 
as nearly as the draughtsman could judge. 

3. The lengths intercepted by these joining lines on the hourly ordinates were mea- 
sured with a scale divided to millimetres, and were adopted as the mean heights of the 
curve for each hour. 

Whenever the curve for part of an hour was not traceable, a blank was left for that 
hour, and whenever the curve was partly above and partly below the zero-line (showing 
that the electricity was partly positive and partly negative), the algebraic mean was taken. 

The measurements made in the manner above described were entered in a book in 

^ Still more recently a ^^ replenisher " acting by induction and convection has been added, by means of wHcli 
tbe jar can easily be kept at a nearly constant cbarge. 
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order of date, and from these entries the results shown in the subjoined Tables were 
computed. 

Table I. shows the mean electrical potential for each day, omitting those days on which 
the number of blanks exceeded two. 

Table II. shows the mean electrical potential for each of the twenty-four hours, month 
by month, and the last line and column contain the means of the other lines and columns 

respectively. 

From the numbers in the body of this Table the curves (Plate XX.) have been drawn, 

the first twelve lines of numbers being represented by the continuous curves, and the 
next twelve lines by the dotted curves. These curves very clearly show a double maxi- 
mum and minimum, the principal maximum occurring about 8 p.m. in autumn and 
winter, 9 p.m. in spring, and 10 p.m. in summer, and the secondary maximum about 
8 A.M. in spring and summer and 9 a.m. in autumn. The principal minimum occurs 
at 4 A.M. in spring and summer and 5 a.m. in autumn and winter. The curvature is 
greater in the neighbourhood of the maxima than in the neighbourhood of the minima. 
The mean diurnal curve at Kew (Plate XXI.) has been drawn by projecting the 
numbers in the last line of the Table, the vertical scale adopted being twice as large as 
for the twenty-four curves belonging to single months. Above this is placed the diurnal 
barometric curve for Halle, drawn from data contained in Kaemtz's ' Meteorology,' and 
below is placed the diurnal electrical curve for Windsor, N.S., obtained by taking the 
gross means of my own observations at each hour, observations from 2 to 6 a.m. being 
entirely wanting*. The electrical curves for the two places are remarkably dissimilar, 
both, however, having a maximum between 8 and 9 A.M.f The principal maximum at 
Kew occurs between 8 and 9 p.m., and the principal minimum between 4 and 5 a.m. 
The barometric curve for Halle bears a strong resemblance to the Kew electrical curve, 
but is upwards of an hour later in phase. The slight rise in the Kew curve at 11 a.m. 
is attributable to the fact that the Leyden jar was recharged at 10.30 a.m. By project- 
ing the numbers in the last column of the Table, we obtain annual curves of electricity 
for two years. I have projected these so as to form one continuous curve, and along 

* These means, together with the number of observations from which they are deduced, are as follows, in 
units of ^' station electrometer with second fibre." 



Hour 

Number of obseryations . . 
Mean 


17 to 19 

7 
3-17 


19 to 20 

114 

3-93 


20 to 21 

227 

4-51 


21 to 22 

103 

4-23 


22 to 23 

43 
3-32 


23to0 

30 
3-29 


Otol 

32 

3-90 


Hour 

Number of observations . . 
Mean 


lto2 

155 

4-44 


2 to 3 
223 
4-53 


3 to 4 

35 
3-67 


4 to 5 

53 
3-84 


5 to 6 

45 
3-76 


6 to 7 
38 

3-73 


7 to 8 

26 
3-44 


Hour ,..i 

Number of observations . . 
Mean 


8 to 9 

34 
3-18 


9 to 10 

272 
3-28 


10 to 11 

68 
2-71 


11 to 12 
32 

,2-97 


12 to 14 

8 

2-81 









t At Windsor, in every month without exception, electricity was weaker at 10 p.m. than either at 9 a.m. or 
2 P.M., but the reverse of this rule would appear to hold at Kew. 
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with this I have projected the corresponding curve for Windsor, N.S. The Windsor 
observations commence four months later than those of Kew and terminate three months 
later, the time from October 1862 to May 1864 being common to both. In order to 
ensure a fair comparison, as I have no means of comparing the units in w^hich the 
observations at the two places are stated, I have calculated the ratios of the several 
monthly means to the annual mean, and have projected these ratios. 

Inspection of the curves for the two places shows that they agree pretty well from 
January to October, but take reverse directions from October to January, the Windsor 
curve having a decided minimum in November, which is about the time of the principal 
maximum at Kew. The annual range (as a fraction of the mean annual potential) 
appears to be greater for Kew than for Windsor, The following are the ratios thus 
plotted : — 

Eatio of mean monthly to mean annual potential. 



At Kew. 



1862. 

June -770 

July -773 

August *S36 

September ... '845 

October '981 

November ... 1*600 

December ... 1*188 

1863. 

January 1*033 

February ... 1*333 

March.... M60 

April -920 

May -672 



1863. 

June *681 

July -643 

August '685 

September ... '854 

October 1*000 

November ... 1*390 

December ... 1*460 

1864. 

January 1*226 

February ... 1*263 

March. 1*375 

April -831 

May -549 



At Windsor, N.S. 



1862. 

October •832 

November ... *766 
December ... 1*010 

1863. 

January 1*057 

February ... 1*432 

March 1*396 

April 1*023 

May *796 

June '720 

July -755 

August *952 

September ... *985 



1863. 

October ...... 1*033 

November ... *949 

December ... 1*110 

1864. 

January 1*125 

February ... ? 

March 1*416 

April 1*026 

May -985 

June *799 

July -885 

August *862 



The final step in the reductions has been to express the variations of electrical poten- 
tial approximately by harmonic series. Both the diurnal and the annual variations have 
been thus treated by calculating the values of the coefficients A^^ A^, Ej, As, E2 in the 
formula 



Ao+Ai sin (^ SGO'+Ei") + A^ sin (j^ 360°+E,) , 

T denoting twenty-four hours in the case of diurnal, and a year in the case of annual 
variations; and t denoting the time reckoned from noon in the former case and from the 
middle of January in the latter. 

The first step in this calculation consists in finding the values of Pj, Qj, P^, Q^ which 
are connected with the above-mentioned coefficients by the relations 

Pi= Ai sin El, Qi== Ai cos Ej , P^rz: Ag sin E2, Qa^Ag cos Eg. 

Commencing with the diurnal variations, we have the following values of the latter 
coefficients for the twenty-four months of observation. 
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First year. 


Second year. 


T^v 


Qr 


Pg. 


%- 


P,. 


Qr 


P.. 


Qr : 


June 

July 

August 

September 

October 

November 

December 

January ........ 

February ..... 

March ........ 

April ........... 

May .....:...... 


. -'139 
. -^050 

. -^083 
. -^284 
. -^053 

•264 
. +^028 
. +-006 

•051 

. --119 
. -^402 

. -•279 


+ ^185 
+ ^053 
- •Oil 
+ -409 
+ -835 
+ ^384 

+ -767 
+ 1^060 

+ -743 
+ ^008 
+ -056 
+ ^006 


+ •002 
+ •164 

+ •029 

•002 

-•216 

-•036 

-•058 

•039 

-•033 

•144 

•141 

•025 


•241 
-•456 

•507 
-•490 
-•315 
-•214 
-•563 
-•455 
•582 
•516 
-•535 
—•322 


•218 
-•230 

-•029 
—•255 

+ •284 

+ •109 

+ •297 

+ •287 

-•089 

•211 

•304 

•381 


+ •IH 
- -066 
+ ^203 
+ -378 
+ ^586 
+ -509 
+ -957 
+ 1-271 
+ -630 
+ ^441 
+ •311 
+ ^044 


-•099 
+ •014 

•009 
-•115 
-•042 
-•166 

•017 
•160 
•236 

•127 

•141 
+ •046 


•328 
•364 

•298 

-•467 
-•310 

—•371 

-•449 

- -297 
•561 

- ^565 
•44(^ 

-•195 



From these we derive the following values of amplitude (Aj and Ag) and epoch 
(El and E^), regarding the former as essentially positive. 







First year. 


Second year. 




A,. 


Ex. 


■ A,. 


E2.. 


A,. 


Ex. 


A2. 


Eg. 


June 

July ........ 

August ..... 

September , 
October 




•232 
•073 
•084 
•498 

•837 
•466 
•768 
1-060 
•743 

•119 
•406 

•279 


o / 

- 36 53 

- 43 26 

- 97 46 

- 34 47 
~ 3 33 

- 34 26 
+ 24 
+ 08 

- 1 38 

- 87 53 

- 82 6 

- 88 48 


•241 
•484 
•508 
•490 

•382 
•218 
•566 

•457 
•583 
•536 
•553 
•323 


+179 u 

160 15 
176 45 
180 17 
214 21 

189 39 
185 55 
184 39 

183 14 
195 37 
194 45 

184 30 


•246 
•240 
•205 
•456 
•651 
•521 
1^003 
1^303 
•636 

•489 
•435 

•384 


- 62 28 
-105 53 

- 8 5 

- 34 2 
+ 25 53 
+ 12 3 
+ 17 15 
+ 12 43 

- 8 1 

- 25 36 
44 19 
83 29 


•343 
•364 

•299 
•481 
•313 

•407 
•450 

•337 
•609 
•580 
•462 
•201 


+ 196 45 
177 46 

181 45 
193 50 

187 46 

204 9 

182 8 
208 19 
202 51 
192 41 
197 46 
166 S6 


November .. 
December . 
January .... 
February . 

March 

April 




May ........ 




Year 


•400 


- 20 36 


•435 


185 28 


•452 


- 7 50 


•395 


192 50 





The value of A^, or the mean electrical potential, is 2-14 for the first and 2*12 for the 
second year. 

It will be observed that the values of Ai and Ej are subject to much greater irre- 
gularities than those of A2 and E^. 

The values of Pi, Qi, Pg, Q2 for the two years combined can be correctly found by 
taking the means of their values for the two years, and the values of amplitude and 
epoch (which can hot be correctly found by taking the means of their values for the 
two years) may be hence derived. The following Table has been thus computed. 
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Two years combined. 





A,. 


El. 


Hour of 

maximum 

from E^. 


Ag* 


B2. 


Hours of maxima 
from Eg. 


June 

July 

August 

September ...... 

October 


•232 
•140 
•111 

•477 
•720 
•454 

•877 

M74 
•689 
'279 
•398 
•331 


o / 

-50 4 
-92 27 
-30 15 
-34 30 
+ 9 16 

- 9 46 
+ 10 39 

+ 79 

- 5 25 
-36 15 

62 28 
85 40 


h m 
9 20 
12 10 
8 1 
8 18 

5 23 

6 39 
5 17 

5 31 

6 22 
8 25 

10 10 

11 43 


•292 
•395 
•398 
•483 

•339 
•310 

•507 
•389 

•587 
•558 
•508 
•259 


+ 190 3 
166 40 
177 59 
187 1 
202 24 
199 6 
184 14 
194 45 

193 18 

194 7 
196 9 
177 34 


h m 

8 40 

9 27 
9 4 
8 46 
8 15 
8 22 
8 52 
8 30 
8 33 
8 32 

8 28 

9 5 


h m 

20 40 

21 27 
21 4 
20 46 
20 15 
20 22 
20 52 
20 30 
20 33 
20 32 

20 28 

21 5 


November ...... 

December 

January 


February 

March 


April 


May 


Year 


•424 


13 50 


6 55 


•413 


189 


8 42 


20 42 





The term involving Aj and Ej takes one maximum in the twenty-four hours, whose 
times are given in the third column of the above Table. The term involving A^ and Eg 
takes two maxima which are always twelve hours apart. Their times are given in the 
last two columns. In deducing the hours of maxima from the values of Ei and Eg, it is 
to be borne in mind that the phases are earlier in proportion as the epochs are greater, 
W in the value of Ej and SO"" in the value of E^ corresponding respectively to diiFerences 
of an hour. It will be observed that the earliest and latest hours of maxima differ by 
about seven houi^s in the case of Ej, and by only one hour twelve minutes in the case of Eg. 

The values in the last line of the Table are derivable either from the last line of 
Table II. or from the means of the values of Pj, Q,, P25 Qg. The amplitudes of the 
diurnal and semidiurnal terms are, it will be seen, nearly equal. Practically, the hours 
of electrical maxima month by month agree, within an hour or two, with those of the 
semidiurnal term, and the hourly values for the average of the year, given in the last 
line of Table II., show a still closer agreement. The diurnal term, without having much 
effect on the times of maxima, causes one maximum to be much greater than the other. 

It may be interesting to inquire into the connexion, if any, between electrical and 
barometrical maxima, an inquiry which is suggested by the fact that the latter, like the 
former, occur twice in the twenty-four hours. In default of the necessary barometric 
data for Kew, I have compared the numbers in the last line of Table II. with the fol- 
lowing numbers which represent the mean heights of the barometer at Halle for all 
hours on the average of the whole year, and are taken from Kabmtz's ' Meteorology/ 
page 248. 

Barometric Heights at Halle (lat. 54^ 29% in millimetres, 

750 plus the following numbers. 



Noon. 

3-29 


1^ 
3-11 


2K 
2-99 


3^ 

2-89 


4^. 
2-84 


6K 
2-86 


6^ 

2-91 


7^ 
3-02 


8\ 
3-14 


9K 
3-24 


10»^. 
3-31 


UK 
3-29 


12h 

3*23 


13»i. 
3-14 


14^. 
3-05 


UK 
2-99 


WK 
2-99 


17^. 
3-34 


3-12 


19h. 
3-24 


20^. 
3-37 


2111. 
3-44 


22h 
3-46 


28h 
3^40 
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The value of Eg derived from these numbers gives maxima at 10^ 28«* and 22^^28^, or 
an hour and forty-six minutes later than Eg for Kew electricity. About the same 
amount of retardation can be roughly inferred either from inspection of the numbers 
themselves^ or from comparison of the curve representing them vrith the Kew electrical 
curve (see Plate XXI.). 

Thus far we have been speaking of diurnal variations. For annual variations, taking 
the numbers in the last column of Table II. as our data, we have the following results : — 

For the first year, 
Ao=2a4 A,=-648, E,=10r 56', A,= -080, E,=257" 31' i 

for the second year, 

Ao=212, A,=:-888; E;=102° 38', A,=:-030, E,=358" 26'; 

and for the two years combined, 
Ao==2-13, A,=-765, E,=104° 51', A,=-040, E,=27r 19'. 

The corresponding values for Windsor, N.S., derived from the numbers given in the 
earlier part of this paper under the heading " mean of three preceding columns," are as 
follows, the two years being combined, except for the months of February, August, and 
September, which are taken from the first year's observations alone, from defect of com- 
plete observations in the second year. 

Ao=3-92, A,=-725, E,=63^ 43', A,=l-014, E,=354° 29'. 

In order to render these results for the two places more comparable, seeing that we 
have no direct means of comparing the units employed, we shall, as we have already 
done in the comparison of monthly means, take A^ (or mean annual potential) as our 
unit at both places. We thus obtain the following values for the two years combined : — 

J\.eW^ • 4, • xjLj — — " Ot/t/, Jtlijii^ xUtc OJL , -0^2*"*"" v/Xt/, j!j2'— ~*^ I «/ JL i/ , 

Windsor . . A,=-185, E,= 63M3', A2=-259, E^^ 354° 29'. 

This comparison brings out the astonishing fact that while at Kew the half-yearly 
term is almost inappreciable, at Windsor its amplitude is actually greater than that of 
the annual term. As regards phase, confining our attention to the annual term, Kew is 
earlier than Windsor by about forty- two days. The semiannual term at Kew is too 
small and too fluctuating to admit of reliable comparison. 

It must be borne ia mind that the Kew reductions include wet as well as fine weather, 
the only exclusions being those produced automatically by the spot of light passing out 
of range or moving too rapidly to leave a trace; whereas, in the Windsor reductions, 
all observations taken during rain, snow, hail, sleet, fog, thunder, or lightning were 
excluded. It is assumed, however, that this difference can go but a little way towards 
explaining the great differences which we have detected in the electrical variations at 
the two places. 

I am happy to be able to state that preparations are now in progress for resuming the 
photographic registration of atmospheric electricity at Kew with new apparatus contain- 
ing all Sir William Thomson's most recent improvements. 



mo 



DE. EVEEETT ON ATMOSPHEEIO ELECTEICITY. 



■pc5 
r 1 



CO 

1— ( 


1 


OQDCO»-<COW<?;iaOQO «o 
f-H CQ CO i-( " *>* CO QC i>» <M CSS 


* 

4- 


•^ 0^ l>fc (M C5 ^ «0 ''J* GO *>. QO CD «S 1— < C5 »— 1 »>. »f5 »-^ •-- CO «» 5M : 
O^G?^ Gq|03Ch<?^i^»~i<?^Cf^«b »M(jc|(5^»Mi^A ',.1,*'** J 


?4 


CO. :o o : : :r}(tN»i>»cociur5»ooos»coQoooGoo : : : : :»-<«osq 
CO -co »-< : : •ij^<?^c^r^Ai^(?5"Ti<»i^)iosbcbr^co • • •, • •cb'-Ht?^ 




<?o : : -^ oo : : : : : co (m tits oo <x> gc «o : : ; : : o o <m -^ : : : : 


1 


: : : : : : : : :o : :cococo :-::o-*-^ooc3ow(sq : :-^ :cp 
........ .^ . . CO 5^ <?i I 11 r-« (^co-^coo? : : '^ ^(m 

» 


CO 
1— « 


8 


<0OOt>*ODlO<OC5-^CDCOif>lc>»^OCO<©OCOCX!COO5COiLO'>*t>»«5"* ; I I 

cp o^ 1^ cp »p -^ c> jlq »p ^ op *>» «p 0^ c» <:p «p C^^ ©^ ; •■; 
1^ A 0^ 1^ 0^ f^ t^ c^5| -^ rH (>:i :o CO 5^3 ©^ CO '^ '^ CO : : : 




: o CO o TH CO <^ : • cd ^ o iq c?^ cjs oo co ©^ co co oo >• ©^ »-« go o* cq :" : : : 

.OOOi7*OOCO . .(^|COt^iO"^0'^C5toCOOiQp'X)S3iaD'^iCO • . ; - 

•*»^(?^cb(n»^ • •lO'^cO'^oflO^c^^^icbcb'-^co^^^o^cbo^cb'^ • • * • 


■8 

O 


m w cQ a^ Ki <:> ^ - . - * • .coqo-«<mk5'^^s^ .1^5 • ^co ..:.<». 




30 :o«5 :o : icoooodgoococogooo icnao^o-^ :c55th -.eooi : : : 
QO :coGo :<M ' .oc?sa5ir5»r5OG0c»^ -i-^oo*>. :ooi>, .CM?0 . . . 

1—1 .i— f»— 1 •»-< . 'COr-i 1— ii— si-Ki— If— •!— <(?^&qGv| .f— ti— 1 -e^CO * • ' 


<1 


f-<-^co • ♦.-lO -r-icoo • : : : :':oocy>.-i(MQo.:iiocow<».05C??»o 
ijot>.^ : :r-<co .OiO'-< i i ^ • * .coo'yii>.(M*>. .cn»oOr-icococo 


1 


:-rH»>* : :iur5fM(>< i-^ :»,o». :ogo^'* • :co' ;«o -.-^ :^ rioi-^i-i 

:jt>..cM . :i>»-^?o it-t ^C505 :Go?cic^t>. : :<?< .g<i -o .0^ .<Mt>»o 

l^-i«.»— 1»—i|— |.p— i* • 1—1 •.)—<«i— «•)—<.»— I'G^Q^f^ 




•^co<rs :go : : :<m" :caco»^oi— s»-i(ms^o^*>.!u:5COooi>» : iOi<x><^ t>^ ; 

GO 1— 0> .GO : . .GO : CO I— i CO -^ CO <?« -r}* ^ *>» p-i CO -"^^ ?0 . .<MQOI>.?M . 
P««i p-M • • . • • |MMj r»i4 f— 4 r-4 C3 ^ ©^ r^ r^ r^ f-^ ?*»i i-^ • • f— ( i"*^ ^H p-< 


s- 

a 


t>.-*0'^oo •<>»»— ICO -as -cocoe^io : : •tooooto'^oco'-^ocowso^i 

CO '.lO^CO.^CysiOO I»0 .Ofc'^iOr-i t . .C0?OO5l>.'<!!j'<M»— l»O*>»C0'^-^ 


4^ 


■ !>• Cq t-i tM GO CO CO 'I— i,-<0?OCO(MO«— 'COOwsCO-rJ^C^irsos ; ; : ♦ 


i 


0«0'«S'©^-^ 'VO •GOCOO^Ti :C509«OOOiO lOOOCM : :<MOOO*^ 

<>^ (?? ©^ <y3i 1-4 • ©^ • so '-* <^ ^ ; .i— ©q !?^ 1^ ©CI A (>:i • ©j| ©^1 (yi • J fi- f^ »^ 1^ sb 


ft 


Oioo'^ •©5i«>.K^»-»»OTf«'?i< :Qo : : ;- : :?©coco!-*cot>»©^-^o : : : 

GO ©1 l>* Ci : *>». <X> i7< » CO . »7< .... . ©1 rft -^ ip JtQ 1— ! ©^ C» . . . 
"rH CO '--' ©l' • CO ©^ ©^ ©^ CO ©^ -rt* ; irj • • • • • CO (N A A* CO (N ^ CO »^ • • • 


1 


CO • 10 • • • * • * : i-^ <» GO ©-I <r> ©^ GO ©1 ©1 10 CO CO CO »>. "^ ©^ r-i Tt< 

w :©q, :, :■ : :>>» : : :c»F-H*;40»pc5COcp<»c>ipo<:»©=i«>?o <>.,o '^. 


©5| 


8 
ft 


• c» • W5 CO CO ©q '— ©^ 'I* GO »-i c© CO C5 i^ '^ : CO ©q' ©^ ©^ CO *>. 1^ »o <xi : „ : - 

lifi- :Ot»a5©^«p<p»7SOCp5p<f3i^O»^C:> .OI>.^SO©^©l<|50p05 . .«5 

♦ CO •i-«'»^cbi-<tfo<:fecO"^'«i<<?5©^'^»-<* • ©^ ch ^ ch ©1 ©^ »-^ * * : : * 

,, . .,, ..,,-.- T , « ■ .Ml, 1 „f„ , ,1 ».ni, 1 ri 1 V ,f 1, „.,r, , "- -' ' f—~ ■■ — — ■■ ....-....- 


• 

o 


©^ OS GO -th oo -«* : r-t ; : : cfi w ©CI : : ©-1 : : SS £5 2 "* ^ : : Si : 

TflCO'— 'CJCO©^»j?54o» .Ci . . .OS?pr^"rt« . .GO • .OCO'^rT^©^ ; ;©1 • 

»^ ©3| ©^ ©^ rH CO CO ©5r l^^ I \ J (yi CO »b CO • ■ •. ©^ • • "rtt ©^i cb »o co • _ • «b • 


4i 

o 


: ^ CO 00 : : w3 OS : : : ^ co w *>» : : : : : ?o so xo co : to . i-* : 

;©|f-4i— t ; ;COCO : : .jO^^©^*-*!")!-)©?! ; I I I '©li-H©^!-* ;p-< •!-« ; 


• 
•♦2 

w. 


: : ©qi C5 «© ^ *>.-'-« <» : 00 CO : : : ^o »-< ics oo :■ 2S "rf'^ •- t :' : - • 

• .©^1— tr-ti— ti— »i-^r— t .rMi— (©1 • ; ;t— ii— 4i— ti— t©l ;©^©q|f-t ; ; . ; ; • 


1 


©q.-4 • • -to :^©^i--i :©i : : : : : :'<* :m vif* Oi :©^oa(Go©^ j 
wo : ' :co :co©^w:co ^ : : - - :«©■ :*^--^coco . no o^- *^ cs ci : 

|m4«»m{ . ..,-H . pmi fmi ifm4 * ^^ • » *• • *fMf .|*K(Sq|(jC|5^| . Q<| f.^ ,1*4 ,«^ im.^ • 


i 


•^0 oiCi-^ •»-<o©^wrio»i>» :w5 t'^GO :»o :©^ : :coQoiuf:;;^i— t-«ttQOGo 


1 


■ • • •oootO'* *: : locss'rfiiiocs^"* : : : : : : :5o : 

: : : : : : : :oir5co<o i . . - lO"^ ^c: r^ cq . . ■• • • • .0^ . 

: : : : i *. ' :^,Li ' ' : : : '. «h ch ^^ ©^ ©=i ©^ • • • • • • ♦ * • 




*^ 1— (1— II— <f— »j— •f-*r-4»-<i»~trH©C|©^Oq|©^©^9^©;i©|©^©^COCO 



DE. EVEEETT ON ATMOSPHEEIC ELECTEICITT. 



361 



m 

r t 



i 
1 


■^ -^ CO 0:1 i-< CO 
CO 19 »>• GO -Tt* ip 

r— 1 (^ fH A (j^ CO <?! 


0^^>»COCO»«t>.«0<MCOCOi-< 
(MGO-rpCTi-rfi^CO'^COf-iCSf-i 

(M(M<Mf-iP-.p-(i-Hp-(P-(G^(MCO 


f— 1 Oi CO *>* *>* 
CO «p Ci *>. r-H 

CM <>1 (?^ f^ f-i 


CO 

• 

p-( 

no 


CO 

CM 




(M *>. CO i>» «0 »-t 

^ <p CM 0:1 C> 'jti t^ 

»^ rH (Jl pin r^ S^ <j^ 


OiO<MOCOOCOC3i«OCOGO»-t 

P-l<M(MF-r-<,-,r-<P-(l-.|(NCOCO 


(M (M Ti< -Tf* CO 

t^ CO 00 CO 05 


10 



• 

pH 
W3 


CO 

p«^ 

©^ 


• 


CO '^ W GO O^ GO CO 
»>» <55 »p ^ 05 *>» 

f^ r-i 6^ 6^ t^ CO 6^ 


COCOiOi>»OOCri^GOO^^»-< 
r^(?^cbCM'^i^'^pHACM^cb 


^ JLO M5 ^ 

cO *>» p- • CO I—* 


CO 

« 

10, 


QO 

©1 
©1 




to ^ -^ Oi <X> t^ CO 
Oi -rt* !>. t;^ CM 

>^ (?^ ©^ fh i-H CO <yi 


«O0DCOCS-Ti<C0COGOi--'rH-^(M 
COI>»(M-?t<^>»Q0CiCOCi(M©^GO 

f-i<MCOCM'— l'-''-i'-'r-<(MCO(M 


CO »o 

C> Ci CM 'T* (?^ 
p^ G^ CO (J^ 1^ 


©1 

• 

10 


CO 

©qr 

CM 


• 


Ci QO CO »-( 10 to 
iO WCO ph «!:*( Ci ^>» 

■ ••*••• 

»-f pH r- i-H pH (M i-( 


ur5COOp-tCi^'-i»-^GO'^Ti<0 
<>^CMC5COI>»b%l>»i>»«pi>»l>.(?^ 


10 tNi. irj t* -rH 
4>. CO Op Oi CM 

1— < ©< ©1 »— ' f-H 


CO 


CO 

• 


• 


ift i-f CO •— f QO 1— t 
CO (M iO I-* (M ^ »>% 

r-4 r-< i>-4 ph i--i 9:1 ph 


»-^(MCOOCMCiOi^<M<Ni«>»«3 
»-<'35(MO:i«O^(M(MM5CMC0QO 

»— 1»— l(Mf— If— (pHf— ipHf— If— (<Mf— I 


GO »0 '^ (M .-4 

ph »-< 10 to 

• •••*- 

i-H (M <M PH P- 


CO 

CO 

o> 

CO 


CO 

• 

1— i 


• 


r-t -^ -^ (X) Oi -rH ^ 
CO TP CM CO Ci «0 

r-i* ,^4 r-4 r-l 0-4 9^ pH 


COO(M»OCOOiC(M«OCOCOiO 
OOif--tCOCOCOOOCM'~<<MW 

• «•••••••»■• 


CO t— 1 CO 00 •-« 

CO CM OS 

• • » • • 

ph (M CM P-» 


10 

CO 

CO 


©^ 

* 
piMl 


1— f 


t^GO CO Ci 05 

G;^ CO CO -^ r-H ip 

rH r^ P^ pH rH CO r— 1 


OsCTCOOGO^COGOOCO-^iirS 

OGOO»>»'— '<M>— <Ci'^C0'-*GO 

♦*• »•••*•*■•» 


P-l t>. Tj4 CO 

CO Ci CM 0^ »-• 

» « * • • 
1— » 1— t ©1 l-H PH 


CO 


• 


« 


(M -^ GO <0 r-H ?M 
-<# i-« CO CO <M (M ?0 

• •••«•• 

i-« •-<•-• rH ph ?o f-i 


r--^C5<^^*>.»7'pCMpCM■^CM«5 

f^"--*©??^!— Il— (I— «l— tl— l|i«^©^*-< 


(M -Tfi (M 00 CO 

■^ Oi CO <M CO 
i-H pH ©:i p-i ph 


PH 

05 

• 

CO 


00 

• 




CO to Ci CO <>► -Tj* 
^ (M CO Tt< ^ »-i «0 

• *••••• 

pm>4 fMH pH pH ^"* CO '■^ 


0>0>C0GC(MO'<!f<C0©>t0O'-* 
<MO(MCOCO»-^CO<— '■^itOCO'-^ 

• ••••••••••• 

r-lO»(Mi-Hi-<p-lpHr-<P-(pHCMO^ 


C^ '"^ '^ CO (M 

ifiOiCO-^^ 
• • * • • 

1— 1 pH ©1 pH pH 


C5i 
CO 

• 




00 

CO 

• 
pm4 


• 


-rf^ l>CJ> CO ^ *>. 
«0 CO «0 CO t* «0 Ci 

• tt • • • • « 

»— 1 r-H (f-M I— 1 pH CO "-^ 


COO'-'QOQOCOOOOCOOCSCO 
HOC0(M0D'^C0'«t«(MCOCO'<!f<(M 


10 t*'^ <M CTi 
COCiCOI>»CO 

• • • • • 

1— t pH ©^ pH pH 


00 

CO 


CO 
00 

• 

p-l 


• 


■^ to Ci CO i-H i-t T*< 
cp «p op op «p CO 

,!< A r^ (?^ r^ CO <yi 


4>i«M»«<MOiCO^>»OlC>.<MCO'^ 
C!>GO^O»iOCOCOlOCOCOCOtO 

»-< (M (M (M pH pH i-H i-< i-H i-H (M (M 


00 *>.ph CO CO 


00 

6 
10 


©1 

PH 

©^ 


• 

1— f 
1— 1 


»-*<>» "TJ* f—i t>» f—l i!H 

<» 7H CO !> CO 

rH (n (^1 (j^ (^1 «^^ <n 


«Mir5»«criJ>»^>»QOO>t^OCOiO 

iO(!^«pipCiGpQ0^©:|0:ipp^ 

©^^^©^»— *'^'-^'^<J^»-*iCOCO 


i-t CO 10 1— ' CO 
C^3 OD (?^ CM *> 

(?^ (j^ ^ G<1 »^ 


p-« 

p 

cfc 
10 


©1 

CM 


1— 1 


GCH>. (M CO CO <N 

CO 1^ (?^ CO *>► GO '7^ 

(j^ <n (^1 <?! <?! ^ ^ 


O^C5>GO?OTi<i-<'M<1MQOOCO 
r-H<©<XJa3pHppC5^Cp0^ip 

S^OO^^^nCM^nf^AcM^ncO^ 


l>» LO 00 00 

p ip p »p ^ 
6^co CO 6^^ 


p 

CO 


©^ 


• 

C5 


«q 00 05 TH WOOD 
m r^ CO Cp Ci py i^ 

6^ 6^ 6^ (h <h -rit CO 


OCO(MO:i005>^iOtOCOOiiOS5 
»pGppi>»OOCpOi?pt;*»p<:Z3 

cbcbcb<n©^(yirHPHCM*iwjcb 


ip OS ^71 t>» w 

^^ -^ <n i-H 


CO 


©^ 


&■ 


Oi m r-i r-^ CO QO 

a a CO o'i ■^ r-i cp 
i^ A (N <yi CO th CO 


C0'-HQ0«O-h^C0O»-((Mtj<*>* 

cb4f^<^^l-^(^^'^^-^<^^CMC0Tf* 


05 c^ cpcp 

i?3 4t< ^J* 0^ f^ 




p 

•14 


CO 

©^ 


• 


■rH GO C5 GO «>» C5 
GO W5 Op CO Tt* p op 

fli 1^ il» <>:i CO "^ ^ 


(MCOCOt>.i--iioaOOOCD«OOCO 
OCpCS>^»pCpCp«^l>»GO«p^ 

05-rt^GMCM'^'^'^f^CMCMCO'^ 


W5 CO CO 00 

©^i op <>» jp op 

■4jt CO CO CM r^ 


do 

CO 


CO 

CO ■ 

©^ 


• 


05 CO t>» I—" 00 rt* C5 
!>• «J W5 CO T^ 0> -^ 

A rH rH CM CO CO 05 


irsWiOQOCOCOQOCOCO"— tOOCO 
©5|l>»COa5©^'^i>-iOCO*>»C»rH 

cbcbe<ii^Ai^pHA(?iG<icb'^ 


Pi COCOCOI>» 

CO ^ f>^ p p 

■rt< COCO CM r^ 


©1 



©1 

CO 


CO 

»o 
©^ 


• 

K5 


OrH CfSCS CO -rt* -* 
•T3< pH ip to W CO P 

p^ rH "^ i^ 6^ CO CO 


COCM^i— COOt^COtO<MCOW5 

QOr-ii— il>*P-iCOOiOC5»>«lfSC5 

CMCO<MrHrHr-,,— pHpH^ICOCO 


Tt* C5 p-i CM -^ 

05 p-t 05 
• • « * • 

CO CO CO f^ 




p 

10 


C5 

©^ 

©^ 




<M 10 <M GO W5 CO "^ 
*>» -rf^ -^ W5 CO -rf* 

• ••♦••* 

,-K rH r-4 rH ©C| ^ CM 


i-«00<>.QO*>.^COpH^COW5«-I 
«!t>.t^CMp©^P'^'^«5Cpip 

6\(h6^f^f^'^'^'^f^<hco<^ 


-«* -^ l>» 00 p-i 

ip p cp p 05 
cbcM ©^ •^ * 


pMl 

p 


00 

. 
©^ 


CO 


CO '^ rti »>» GO 

CO rH CO CO •-< 0^ CO 

• • » • . • • • 

r-< r- 1 1— < 1— 1 (M CO <M 
1 


(MpHQOTt* Tf<C0»-0*>»iO»— 'OOGO 

■rHCpCSCpprTiOSCM-^-^pTt* 

©^(>^pHrHAlr-l * pHrl<CMCMcb 


»>. »>» -rH i-< 
©q| -rf^ tp pop 

COQ^Q^f^' 


CO 


• 

pH 


• 


05 1— ' to C5 CO C5 
'^ Tt< CO "^ •-< <M <M 

• • • « « • • 

,-i r^ ft ,-t <yi CO CM 


OtOrf^O<Mt>.»»TfO«>*GO 

'^«pC5rf<»^i7<QpCM'rf<«pt>pH 

6^<>:if^r^r-l»^* rHf^CMCMM 


00 *>.W5 »>* 

p »p ip CO *>». 

CM CM (Mf^ * 


CO 

CO 


CO 




•Tt< -rf* CO CO CO '^ 

''sfi 10 "Tf* CO CO 

r-i r-l rH r-t <M CO <M 


05*>»OC0C0O<M(Mi-<C0a<|S<l 
GMCpC55MrH<?^C5-^Tt<ir5Wcp 

CMCmApHi^i^ * i^pHGMCMS^ 


C5 P-; (M (M 
p CO p (M *>► 

<>^ <>^ <>^ r^ 


00 

p 

CO 


. ©1 

• 


» 


COOOOi-OO;^ 
-rH CO iO "«!}< QO »>* 

• »•*••• 

rH rH »-i r-, P-l CO <M 


OG<l<MC0W5OC0-^rHC0Q0u:S 
CpOD'7<'^pi7<pW3tp(5c|(X!M5 

<>^CMCMAi»-<i-<f^i--<f-<<>^CMcb 


<MaO CO(M (M 
C5 -«* »0 (M 00 

• « • • • 

CM 8^ CM »-« 


©^ 

pH 

• 


CO 

05 

pH 


Si 


r-t 05 CO CO W5 
^ CO CO CO to MS 

• » • * • # • 

^-«t p«( p-4 rH r-4 ^ (M 


COC5<>»CO*>»'-<QOO'-<ltOOTt< 

pHO'~(COO»-«OlO'«J<QOGOr-4 

<MS;^<MpHrHrHrHpHr-«rH<MCO 


(M r-i CO ©^ 

05 ^ »0 CO C5 

CM ©^©^ f^ ' 


pH 
iO 


P 




• •••••• 

at • * ♦ • • • 

Qo : ^ ^ ^^ 




» • * » 

"* : : 

CO ! t>. • 




xn 





■y. ^u. x,vereu' 



PfuL Trans. MD CCCLVlIL/^<^/^.lF//7 



Bcr. 2 . 




'./ .3. ..Ever-ett, 



T}ubl. Trcohs. MD CCCLXVIII . PIm&XIX 



H 







K,d;4. 



F 



oi 



K 



¥x^A 





1864. Jurw 3. 22. 35 ^uag& at> comirv^2S4u9 

4. 22. 14 ,, , enjl 240- 3 

Ins. ^. 23. 2S goodj 
Earth 4. 1.0 
Ins. 4. S4 good 





/: 



1864. Jurm 4. 22.15 gu/igej ru/-C€rrun^^ 240-5 

S. 22.24 ' en/l 240-0 



Th& jvumbers wnMe/v ieiM/eerv the/ mmies of th& months mdLcat& th& amevrnts by wJueh the/ 
origin/ ofwordznjCLte&hasbejerv loweredyi/vjta^smgfromyea^hmive'to the/ rwjcp below li/. 







^ 
^ 



o 

O 



^: 



^Ifei 



$ 
3 






c^ 



^ 






^1 



■^ cS o sb 2> 



IS" 

•4- 




DmrnaL Curves, cammenomff 18 



jh 




"^ 



^ 









1^ 



^ 

^ 












^ 
^ 


















M 
^ 

^ 



Co 



•4\ 



^ 

^ 












^• 

o 
o 
o 

l_ — 1 



I 



